.478

INDEX

E

Eddy current starting device of in-
duction motor, 8
in unipolar machine, 456

Eickemeyer high frequency inductor
alternator, 280

F

Plashing of rectifier, 249
Frequency converter, 176

pulsation,   effect  in  induction

motor, 131
Full wave rectifier, 245

G

General alternating current motor,
300

Generator regulation affecting induc-
tion motor stability, 137

H

Half wave rectifier, 245

Harmonic torque of induction motor,
144

Heyland motor, 92

Higher harmonic torques in induc-
tion motor, 144

Hornopolar, see Unipolar.

Hunt motor, 49

Hunting, see Surging.

Hysteresis generator, 169
motor, 168

starting   device   of   induction
motor, 5

Independent phase rectifier, 251
Inductance storing energy in phase

conversion, 212

Inductive compensation of single-
phase commutator motor,
343

devices starting singlephase in-
duction motor, 97, 111

Inductive excitation of singlephase

commutator motor, 343
Induction frequency coaverter, 191
generator, 473

motor inductor frequency con-
verter, 284

phase balancer stationary, 228
phase converter, 220
Inductor machines, 274
Interlocking pole type of machine,

286

Internally   concatenated   induction
motor, 41, 49

Lead of current produced by lagging
field of singlephase com-
mutator motor, 366

Leblanc's rectifier, 256

Load and stability of induction
motor, 132

Low frequency exciter of induction
generator, 199, 203

M

Magneto commutation, 285
inductor machine, 285
Mechanical starting of singlephase

induction motor, 96
Mercury arc rectifier, 247
Meter, unipolar, 458
Momentum storing energy in phase

conversion, 212
Monocyclic devices, 214

starting singlephase induction

motor, 98, 117
Motor converter, 192
Multiple speed induction motor, 14,

20
Multiple   squirrel   cage   induction

motor, 11, 27

O

Open circuit rectifier, 237
Over compensation, singlephase com-
mutator motor, 418